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Message Text 


UNCLASSIFIED 

PAGE 01 MOSCOW 1 3 157 290928Z 
12 

ACTION EUR-25 

INFO OCT-OI ISO-00 EB-11 DRC-OI RSC-OI OC-06 CCO-00 SCSE-00 

USIE-00 SSO-00 /045 W 

093475 

O R 290907Z AUG 74 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC IMMEDIATE 2008 
INFO USDOC WASHDC IMMEDIATE 
AMEMBASSY VIENNA 
AMEMBASSY HELSINKI 
AMEMBASSY LONDON 
AMCONSUL FRANKFURT 

UNCLAS MOSCOW 13 157 

USDOC FOR BEWT/MATHES BIC/OIM COSIMI/THOMAS/RYNO FROM 

VITOUS/BLOW 

VIENNA FOR EWTC 

FRANKFURT FOR USTC 

LONDON FOR PANTOS OF COMMERCE 

E.O. 1I652N/A 
TAGS: BEXP UR 

SUBJ: FIRE AT PAVILION 4 OF POLYMERY 74 EXHIBITION SITE 
REF: MOSCOW I3I4I 

1 . PRELIMINARY INDICATIONS ARE THAT POLYMERY EXHIBIT 
WILL OPEN SEPTEMBER 3 AS SCHEDULED DESPITE FIRE. MEETING 
TOMORROW (8/30) WITH SOVIET EXHIBIT OFFICIALS AND PAVILION 
DIRECTORS SHOULD PROVIDE OFFICIAL DECISION, WHICH WE WILL 
IMMEDIATELY RELAY TO ADDRESSEES. 

2. WE HAVE BEEN INFORMED THAT OUR TELEX AND ALL TELEPHONE 
LINES AT EXHIBIT SITE NOT FUNCTIONING. CENTRAL COMMUNICA- 
TIONS SYSTEM FOR SOKOLNIKI PARK WAS LOCATED IN PAVILION 4 
WHERE FIRE TOOK PLACE. SOVIET FAIR AUTHORITIES ARE 
WORKING TO RESTORE COMMUNICATIONS TO NORMAL, BUT WILL BE 
UNCLASSIFIED 

UNCLASSIFIED 
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A FEW DAYS BEFORE THESE ARE FUNCTIONING PROPERLY. WE 
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WILL ADVISE WHEN COMMUNICATIONS RE-ESTABLISHED. 

3. WE ARE STILL TRYING TO OBTAIN DEFINITIVE ANSWER ON 
ANY INJURIES RESULTING FROM FIRE. THERE ARE UNCONFIRMED 
RUMORS NOW CIRCULATING ABOUT INJURIES, BUT NONE RPT NONE 
CONCERNS EITHER U.S. CITIZENS OF PERSONNEL WORKING AT 

U.S. EXHIBITS. SOVIET OFFICIALS REMAIN UNWILLING TO 
OFFICIALLY CONFIRM NO INJURIES. 

4. REFTEL INCORRECT RE MONSANTO EXHIBIT LOCATION. 
MONSANTO WAS NOT RPT NOT IN PAVILION 4 BUT RATHER IN 
PAVILION 19 AND WAS THEREFORE NOT DAMAGED. 

STOESSEL 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MOSCOW13157 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740239-0398 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974088/aaaaagid.tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: MOSCOW 13141 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 05 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 JUN 2002 by reddocgw>; APPROVED <06 JUN 2002 by golinofr> 

Review Markings: 
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30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FIRE AT PAVILION 4 OF POLYMERY 74 EXHIBITION SITE 
TAGS: BEXP, UR 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 


Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



